Historic,  Archive  Document 

Do  not  assume  content  reflects  current 
scientific  knowledge,  policies,  or  practices. 


LIBRARY  NEVSLET 
\      U.  S.  DEPARTMENT  0/  AG 

LE=,B 

LI  JB-R  A-R  Y 

^AwwWr  m fr tfi m  r  n 

j                              •  ■  * 

>r  FEB  3    1947   •  - 

*                      ALBUQUERQUE  BRANCH 

P.  0.  BOX  131+8 

Albuquerque,  New  Mexico 

Phone  67Ul-Ext,  108 
Vol©  5>  Hosi 


220  East  Central 
Nov.  &  Dec.  191+6 


new  BOOKS 


AGRICULTURE  IN  AN  UNSTABLE  ECONOMY,  by  Theodore  W«  Schultz.    299  p.  McGraw- 
Hill      19U5      281.12  Sch82A. 

"Attention  is  directed  primarily  to  those  causative  factors  contribut- 
ing to  economic  distress  in  agriculture  which  have  their  origin  outside 
of  agriculture.    The  two  basic  causes  to  which  the  author  ascribes  most 
of  the  so-called  T.farm  problem*  are  an  excess  of  workers  engaged  in 
agriculture  and  the  instability  of  agricultural  income. • * 

"In  part  IV,  specif ic  consideration  is  directed  to  problems  in  agri- 
culture policy.    Suggestions  are  made  as  to  measures  which  should  be 
avoided  and  those  which  should  be  employed  in  attacking  the  problem  of 
underemployment  (surplus  of  workers)  in  agriculture.    In  relation  to 
stabilizing  farm  income,  two  major  methods  of' attack  are  proposed. 
These  are  stabilization  of  non-agricultural  employment  at  a  high  level 
and  a. system  of  compensatory  payments  to  farmers  when  business  becomes  1 
depressed  and  a  significant  degree  of  unemployment  prevails. 

"This  forward-looking  book  is  a  valuable  contribution  to  the  literature 
on  the  economic  problems  of  agriculture."    From  a  review  by  P.V.  Kepner, 
Extension  Service  Review  for  March  19U6» 

CONSERVATION  OF  THE  NATION* S  RESOURCES,  by  Harry  E.  Flynn  and  Floyd  E,  Perkins. 
385  p.    Macmillan    ISM        279.12  F67. 

"An  understandable  presentation  and  interpretation  of  facts  concerning 
the  conservation  of  resources  of  the  United  States.    The  importance  of 
the  book  lies  in  the  emphasis  on  the  conservation  of  human  resources 
and  the  need  for  a  sound  program  for  total  conservation,  that  is,  the 
use  of  natural  resources  for  social  good.    Lists  of  conservation  films 
and  books  for  additional  reading  are  included,"  -  Booklist, 

CONSTRUCTION  DATA  HANDBOOK  FOR  BITUMINOUS  ENGINEERS  AND  CONTRACTORS .  Barber- 
Greene  company      272  p.    U.B.  Eng. 

Partial  contents.-  Paving  aggregates.  -  Bituminous  materials.  -  Bitumin- 
ous paving  mixes.  -    Stabilized  materials.  -  General  engineering  data. 

DYNAMIC  BIOLOGY  TODAY,  by  Arthur  0.  Baker,  Lewis  H.  Mills,  Wnu  L.  Connor. 

Rand  McNally   822  p.     1910  '  "  ~LU2  B17 . 

A  functional  textbook  geared  to  the  needs  and  interests  of  the  learner.. 
Each  of  the  twelve  units  relates  biological  facts  and  principles  to 
practical  situations.    Some  of  the  unit  titles  are:    Taking  part  in  rec- 
reation for  wider  living;  Eating  for  good  health;  How  nervous  responses 
affect  human  welfare;  Genetic  principles  in  the  improvement  of  plants 
and  animals;  Conserving  natural  resources* 


•  2  « 

OTS  EARTH  AND  ITS  RESOURCES,  fegr  Vernor  C.  Finch,  6$.enn  T.  frewartha  and 
M.  H.  Shearer.      6%  p.    McGraw-Hill    I9kl      331  Fi#3 

"Basic  to  a  discussion  of  the  problem  of  conservation  is  a  knowledge 
of  the  nature  and  occurrence  of  such  resources  as  soils.,  waters,  and 
minerals. 

"It  is  the  purpose  of  this  book  to  present  the  "basic  facts  concern- 
ing the  earth  as  the  home  of  man. « .These  foaturos  of  our  environment 
are  discussed  under  the  following  main  headings:    (l)  the  atmosphere: 
weather  and  climate;  (2)  landforms:  plains,  plateaus,  hill  country  and 
mountains;  (3)  the  oceans  and  their  shores;  (U)  earth  resources:  waters, 
vegetation,  soils  and  minerals." 

ENJOY  YOUR  HOUSE  PLANTS,  by  D*  H.  Jenkins  and  H.  V.  Wilson.    238  p.  Barrows 

I9kh    96.06  JhU 

Advice  and  instructions  on  how  to  keep  house  plants  healthy  and  dec- 
orative*   Partial  contents:  Pests  are  not  necessary;  Tho  mysterious  ways 
of  the  African  Violet;  Tho  amaryllis  is  certain  to  please;  Proviow  of 
spring  with  bulbs;  Narcissus,  and  the  other  bulbs  on  a  water  diotj  Tho 
Christmas  cactus  for  Christmas  cheer;  Seven  colorful  .calla  lilios;  Ferns 
require  wisdom;  Multiplication  of  house  plants;  Rest  and  vacation  for 
houso  plants. 

FIELD-CROP  ENTERPRISES,  by  Kary  C.  Davis  and  others*    552  p.  Lippincott 
19U6.    64  D29. 

In  this  new  edition  new  Sections  on  soils  have  been  added.  Thoso 
aro  entitled:     (1)  Soil  and  other  Plant  Relationships;  (2)  Conservation 
and  Improvement  of  Soils;  (3)  Land  Drainage;  (1;)  Terracing-Preventing 
Soil  Erosion.    Tho  soils  treatments  in  all  sections  have  been  revised, 
including  suggested  rotations,  cover  crops,  green  manure,  culture,  tillage 

and  soil  management  for  the  special  crops  and  rogions. 

*  "  t. 

FOREST  SOILS  AND  FOREST  GROWTH,  by  S. 'A.  Wilde*    Chronica  botanica  ftii:."p« 
19U6      56.3  W6I4F. 

"This  is  tho  first '.book  on  forest  soils  in  this  country  and,  so  far 
as  is  known  to  the  reviewer,  the  first  in  the  English  languago  anywhere 
Tho  author  has  covered  the  subject  in  a  thorough  manner  and  is  very 
successful  in  showing  tho  relationship  betwoen  tho  soil  and  tho  forest 
and  its  management 6 

"Tho  broad  general  subjects  covered  include  soil  genesis,  the  genetic 
soil  groups  of  the  world,  forest  cover,  physical  and  chomical  properties 
of  the  soil,  soil  organisms,  forest  humus,  soil-forost  typos,  forest  soil 
survey,  tree  planting,  soil  amelioration,  silvicultural  cuttings, 
productivity,  and  various  phasos  of  soil  nursery  management.    Of  the 
twonty  chapters,  the  last  five  deal  with  nursories..."    From  a  review 
by'H.  A.  Lunfin  Journal'of  Tho  American  Society  of  Agronomy  for  Novombor 
19U6. 

FOREST  TREE  BREEDING  AND  GENETICS,  By  R.  H.  Richons.    79  ?•  Imporial 

Agricultural  bureaux.    Joint  publication  no.  8.    Novombor  19U5*  10  In*73« 

"Tho  aim  of  this  bulletin  is  to  collate  tho  litoraturo  on  forest 
tree  brooding  that  has  appeared  since  193°*    Genoral  principles  are  con- 
sidorod  first  and  are  followed*  by  soparatu  accounts  of  the  information 
relating  to  tho  more  important  forest  trees  investigated  by  brooders. 
It  is  hopod  that  the  dual  indox,  giving  cross  references  both  to  tho 
individual  troe  gonera    and  to  tho  various  aspects  of  troo  breeding 
principles  will  facilitate  tho  function  of  the  bullotin  as  a  work  of 
roforencc."  -  Preface. 


GREENHOUSE  GARDENING  FOR  EVERYONE,  by  Ernest  Chabot,      266~p.    Barrows  I9JU6 

90.13.  C3h.  .  ...... .....  ,       ...'[/■'-.  '  -;  '    ■     »  ' 

.   Ah  authoritative  but  non-technical  book  oh  how  to "garden  under  glass. 
It  des'c.rl'bes  the  kinds'  of*  greenhouses,  tho  best  and  mo-st  economical  methods 
of  heating",  of  ventilation  and  automatic  Watering.    How  to.'  determine  • 
the  location  of  tho  groonhouso.    How  much  timo  is  ^necessary  for  its  care 
and  upkeep.    The  chapter  on  insects  and  plant  diseases  gives  a  program 
for  easy  'control.  '  Chapters  '  on  -soilless  ^culture,  soils  and  fertilizers, 
garden  frames.,  potting  of  plants  and  working;  facilities  add  to  the  -wealth 
'of  information  contained  ih 'this  book.  -  »£'••„: 

THE  HANDBOOK  OF  GAME  &  FISH  MANAGEMENT,  by  W,  A.  Grosh,     1  v.     I9k6    hl2«9  G36. 
A  looseleaf  handbook  containing  information  oh  fodoral  aid,  state 
game  and  fish  expenditures  and  revenues;  liconso  and  permits  for  all 
states; *big-gamo 'invontory;  state  fish  distribution,  state  fish  &  ,gamo 

dopartmonts  and  personnel,  distribution  maps  <§tc.  . 

'  *  -  ■  -  ■   t .  .         ...  ".->,"     . . 

HOW  TO  IMTERVnT",  by  F,  V.  Bingham  and  B.  V.  Mooro.    263  p.    3d  rov.  od. 
Harper      191+1  ' "   li+5  B5I.  :-  • 

"Nowhere  ha s  so  much  oxporienco  about  tho  right  and  wrong  ways  to 
conduct  porsonal  interviews  been' assembled  in  one  place says  The 
Personnel  Roviov,r  Bulletin.    '      ';  •  -  iy 

In  this  now  odition  the  chapter  on  Loarning  How  to  Intorview  has 
boon  oxpandod*  and  -now  material  has  been  addod  on  vocational  counseling, 
interviewing  applicants  for  employment,  interviewing  wo rkors.  about 
employer-employee 'relationships.    The ro  are  also  new  section:  on  publico 
opinion  polls,  the  social  case-^work  intorview,  and  tho  interviow  in 
journalism  and  for  legal  evidence   "    •  . 

MANAGING  YOUR  MIND.  You  can  chango  human  nature,    by  S»  H.  Kraino.s  and  E.  S. 
Thotford.    37tt  p.    Macmillan-  I9hd      iJ+O  K85.    '  ... 

The  authors'  be  lieve  that  f^ih  largo  degree '  your  health  and  your  happiness 
arc  in  your  wn  hands."  '-The  management  of  your  life  deponds  upon  your 
insight  into  the  mechanism  by  which  emotions  are  translated  into  symptoms 
and  tho  desire  and  the  determination  to  change.    In  this  book  the 
validity  of.  those  statements  arc  demonstrated,  and  a  dotailod  explanation 
of  the  technique  whereby  the  individual  can  attain  both  health  anci  , 
happiness  is  given,-  "if  you  are  willing  to  take  over  tho  management  of 
your  own  life,"  tho  authors  state,  "this -book  is  for  you." 

PROCEEDINGS  OF  THE  AMERICAN  SOCIETY  OF  HORTICULTURAL  SCIENCE.    Vol.  1+7 
Tho  Society,  19U6.      81  Sol2. 

Partial  contents.  -  Effect  of  DDT  spray  on  apple  leaf  efficiency.  ~ 
rhc  influenco  of  various  fertilizers  and  foliago  sprays  on  tho  internal 
structure  of  apple  leaves.  -  Foliar  diagnosis:  boron  in. relation  to  the 
major  elomcnt  in  apple  trees.  -  Effects  of  2,l4.-Dichlorophenoxyacetic 
acid  sprays  in  controlling  tho  harvost  drop  of  sovoral  apple  varieties.  - 
Foliar  diagnosis:  an  approach  to  the  controllof  the  nutrition  of  apple 
trees.  -  A  simple  method  for  tho  preparation  of  666.  -  Simple  method  for 
rapid  drying  of  soil  moisture  samplos.  -  Tho  influonce  of  rainfall  on 
the  responso  of  cantaloupes  to  manures  and  commorcial  fertilizers.  - 
2,l4.-Dichlorophenoxyac etic  acid  reduces  germination  of  grass  sood.  - 
Selenium  studies  with  some  floworing  greenhouae  plants. 

SOIL  EXHAUSTION  AS  A  FACTOR  IN  THE  AGRICULTURAL  HISTORY  OF  VIRGINIA  AND 
MARYLAND,  I606-I860,  by  Avery  0.  Craven.    179  P-    Univ.  of  111.  studios 
in  tho  social  scionces,  vol,  XIII,  no.l.      1926.      56.6  C85« 


h  - 

SOILS  AND  FERTILIZERS  FOR  GREENHOUSE  AND  GARDEN,  by  Alex  Laurie  and  D.  C# 
Kiplinger.    119  p.    De  La  Mare      191+6.      57  L37. 

,  Up  to  date  information  on  soils  and  fertilizers  for  flowers,* shrubs- 
and  trees.    There  are  chapters  on  Soil  Aeration,  Soil  Water  Supply,  Soil 
Nutrient  Supply,  Soil  Sterilisation,  Cover  Grops  and  Composts,  and 
Nutrient  Deficiencies. 

THE  STUDY  OF  THE  SOIL  IN  THE  FIELD,  B£  G.  R.  Clarke.    3d.  ed.    227  p.  Oxford 
univ.  press      19W       56*^55 • 

Contents.  -  I.  Soil  site-characteristics.  -  II.  The  soil-profile  pit.  - 
III.  Soil  sampling.  -  IV.  Soil  survey  and  mapping.  -  V,  Notes  on  various 
soil-survey  systems. 

A  field  soil  description  sheet  is  included. 

WOODIAND,  FIELD  AND  WATERFOWL  HUNTING,  by  Ben  C.  Robinson.      333  p.  David 
MoKay      191+6.      iil2.6  R56. 

Here  is  a  wealth  of  advice  on  hunting  in  the  field,  the  woodland,  and 
on  the  marsh.    Thoroughly  discussed  are  many  details  every  potential 
huntsman  seeks:    What  guns  are  the  best  suited  for  the  different  types  of 
games.;  what  ammunition  the  most  effective  for  clean  and  sportsmanlike 
bagging  of  game;  and  many  other  technical  hints  that  will  enhance  the 
pleasure  of  any  hunter  -  be  he  novice  or  veteran. 

YOU. CAN  TALE  WELL,  by  R.  C.  Reager.      312  p.    Rutgers  univ.  press  I9I4.6 
11+5.2  R22Y. 

From  a  lifetime  of  experience  as  a  teacher  of  speech  the  author 
brings  practical  advise  based  on  an  intimate  knowledge  of  speech 
situations.    The  comprehensive  scope  of  the  book  is  indicated  by  the 
chapter  titles.    Causes  of  Speech  Ineffectiveness,  Speech  Organization 
.and  Plan,  Selection  of  Speech  Material,  Preparing  the  Speech  for  Delivery, 
Platform  Manner *  The  Presiding  Officer,  Parliamentarl  LaW,  How  to  tell  a 
Funny  Story,  Selling  and  Sales  Efficiency,  The  Interview,  The  Radio 
Spoech,  Telephone  Speech  and  Your  Conservation. 

mm  PERIODICALS 

The  U.S.  Bureau  of  Reclamation  has  resumed  publication  of  The  Reclamation 
Era.    This  periodical  features  articles  on  irrigation.    Weed  control  in 
irrigation  ditches,,  canal  lining,  mesquite  control,! irrigation  in  Utah  and 
Arizona  are  some  of  the  subjects  discusse'd  in  recent  issues  of  this  magazine. 

Let  us  know  if  you  wish  to  see  this  on  circulation. 

<  - 

.« 

Other  periodicals  added  to  our  list  are: 
Fire  gontrol  Notes 

Published  by  the  U.S.  Forest  Service 
Ca lifornia.  Department  of  Agriculture.  Bulletin 
Colorado"" A  and  M  Nows 
New  Mexico  Hoalth  Council  News-letter 

Signed  articlos  on  medical  plans  and  hoalth  programs 
Work  Simplification  News  Letter 
•  Published  by  the  National  Farm  Work  Simplification  Project  at 

Purduo  Uniyorsity.    Contains  nows  notes  and  rof oroncos:.to\  articles 

and  publications  on  this  subjoct. 
Public  Management  Sour cos 

Published  fcy  tho  U.S.  Bureau  of  tho  budgot  library.    Lists  books, 

pamphlots  and  periodical  articlos  on  this  subjoct. 


,  ?■  SELECTED  PAMPHLETS     '        ['       '  . 
AGRICULTURAL  ECONOMICS 

AGRICULTURAL  FINANCE  REVIEW. "     U.S.  Bur.  of  Agr.  Econ.  .'Vol,  8,  191+5  1.9 

hC.y'8  Ac*,  .  ■  - ;  -  -.  -  ..  .    '       •- '  -' 

Articles  on  farm  crodit  -  farm  insuranoo  -  farm  .taxation, 
THE  EXPANDING  PRODUCTIVE  POTENTIAL  OF  WESTERN  AGRICULTURE.    U.S.  Bur. "of 

Agr.  Enon,      191+6      1.91+1  A2C57.: 
FARE  REAL  ESTATE  MARKET  ACTIVITY  WESTERN  REGION  191+1-1+I+.      U.S.  Bur.  of 

Agr..  Scon..  ,    l$h5,    - '  &*9kl;  L8F22. 
GENERALIZED  TYPES  OF  FAMING  IN  THE  UNITED  STATES-..    Delineation  on  county 
,   boundaries.  .;.  U.S.  Bur.  of  Agr.  Econ.    ■  I9I+6      1.9U1  L6G28.  v 
NEW  MEXICO  VEGETABLE  PRODITCTION  IN RELATION  TO  .FREIGHT  RATES.    N.M.  Agr..  -  • 

Exp.  Sta',  .Bui,  329..:  ■•:  3.00  Nl+6Sh.       ,.'  *.' 
JIEAT  ATirALS  FARM -PRODUCTION  AND  INCOME,  191^-^5.    U.S.-  Bur.  of  Agr.  Econ,.  .'■ 

19U6    1,9; Ec7iFp.  "  .  ■■ 

MIGRATION  -  a  problem  of  ,youth  in  Utah.    Utah  Agr.  Exp.  Sta.  Bui.  323  .  Wh6 
100  Utlb,  \  .  [  " 

YOUR  COia-WITY.  ANT}  ITS  YOUNG  PEOPLE.;  their  employment  and  educational  -cr, .  ..  .. 
opportunities,,- t^U^S.;:  Dqpt.  of  labor  pub.  no.  3.16.      I9h&     $5R»?  P96* 

•  ■    )••:..      •.  ->  CROPS  *  SEEDS  -  "WEEDS  •  -  -  <-  .  ' 

BENTON  AND  CLIFTON  1^ "DISEASE  RESISTANT  OATS .      Purdue  Agr., Exp.  Sta.  -Bui. 

5H4.V  19U6,  ■ , ..      ...    , .,  '  .  "    .  - 

BROMEGRASS  PRODUCTION  IN  NEBRASKA.      Nebraska  Agr,  Exp.  Sta.  Circ.,68  191+1 

100  3J27c.  .  '^x:'-'-::  -  :  , 

CHEMICAL  DEFOLIATION,  OF. COTTON.      Okla,  Agr.  Exp.  Sta.  B-302    191+6,     100  Oki+b. 
COTTON  BOLL  ROTS  IN  OKLAHOMA.    Okla.-^Agr.  Exp.  Sta.  Bui.  B-300.     i9l+6  lOO  Okl+b. 
CH0WN  GALL.    Ariz,  Agr,  Exp.  Sta.  liimeo.  Ropt.  80    I9I+6      100  ArljMr. 
ECONOMICS  OF  BR00MC0RN  PRODUCTION  IN  NEW  MEXICO.    N.  M,  Agr.  Exp,  Sta. 

Bui,  326      19U5      100  Nl+6Sb. 
ERADICATION  OF  TOTE  HORSE  -NETTLE  IN  SOUTHERN  ARIZONA.      Ariz.  Agr.  Exp,  ... 

Sta,  Bui,  195.      191+5    100  Ar, 
EXCESSIVE  FIELD  EXPOSURE  COUPLED  WITH. DRYNESS  OF  LINT  MAY  BE  RESPONSIBLE' 

FOR  DIFFICULTIES  VlfH.  "IRRIGATED"  COTTON,    Ariz.  Agr.  Exp.  Sta.  Mimoo, 
Rept.  79    19U5.      100  Arl+MR. 
FORAGE  SORGHUMS  IN  TEX^S.    Toxas  Agy.  EXp.  sta.  Bui.  1+96.     19;34»     100  T31Sb, 
"GARDENING  BY  THE  MONTH"    Colo.  Agr.  Ext.  Bui.  386-A    19^5      275,29  C71B. 
GRAIN  SORGHUM  DATE  OF  PLANTING  ANp  SPACING  EXPERIMENTS ,    Tax.  Agr.  Exp, 

Sta.  Bui.  1+21+      1931,     100  T31Sb, 
GRAIN  SORGHUM  VARIETIES  IN  TEXAS,    Texas  Agr.  Exp.  Sta.  Bui.  1+59  .  1932  ,, 

100  T31Sb.  .  , 
GROWING  SORGHUM  AND  INKING  SORGHUM  SIRUP.      Mo.  Agr.  Exp.  Sta.  Circ.  235 . 

19U2.     100  M693c  ,• 
IMPORTANT  PERENNIAL  FEEDS  IN  MONTANA  -  Their  identification  and  control,  .... 

.   Montana  Agr.  Exp.  Sta.  Bui.  1+26.  191+5 
LETTUCE  VARIETY  TRIALS.    Ariz,  Agr.  Exp.  Sta.  Mimoo.  Rept.  78    191+5    100  Arl+Mr, 
OBSERVATIONS  ON  USE  uF  IRRIGATION  WATER  IN  COACEELLA  VALLEY  CALIFORNIA*. 

Calif.  Agr.  Exp.,  Sta.  Bui.  61+9.      I9k\}      100  C12Sb. 
ON  ION- SET  PRODUCTION.      USDA  Farmers'  Bui,  1955*  ^ov.  191+6,     1  Ag8l+F. 
PREVENTING  BUCK  ROT  LOSSES  IN  SWEETPOTATOES .      USDA    AI3-55  '  I9I+6  1  Ag8l+Ai. 
PROPAGATION  OF  FRUIT  PJLANTS.      Calif.  Agr.  Ext.  Sorv,  Circ.  96,  rev.  I9I+6  ' 

275.29  C12c. 


-  6  - 

RELATIONSHIP  OF  MOISTURE  TO  WHEAT  YIELDS  OH  WESTERN  KANSAS  FARMS.,  Kansas 

Agr.  Ext,  Serv.  Cir.  168    19U3-    1  275.29  K13c. 
SCAB  ON  WHEAT  AND  BARLEY  AND  ITS  CONTROL.    US  DA  Farmers'  Bui.  1599.  rov. 

19142.     1  Ag8l+F. 

VEGETABLES  AND  HERB  SEED  PRODUCTION  IN  ARIZONA.    Ariz.  Agr.  Exp.  Sta.  Bui. 

20U.      19U6      100  Arl+B.  .  i 

WIDE  ROW  PLANTING  OF  SMALL  GRAINS  TO  ESTABLISH  STREET  CLOVER  AND  LESPEDSZA. 

Okla  Agr.  Exp.  Sta.  Bui.  298      I9I16      100  Okl+b. 

ENTOMOLOGY 

... 

CATTLE  LICE,  THEIR  BIOLOGY  AND  CONTROL.      N..Y.  (Cornell)  Agr.  Exp.  Sta. 

Bui.  832      191+6.      100  Nli8Cb. 
CUMBER  FOR  FUMIGATING  PL/iff TS  WITH  J^ETHYL  BROMIDE.     Construction  and  operation. 

Ala..  Agr..  3Xp..  Sta.  Circ,  93,      191+6      100  ALlSc. 
COLLECTION  AND  PRESERVATION  OF  INSECTS.      USDA  Misc.  Pub,.  601      191+6    1  Ag8l+B. 
THE  COTTON.  APHID,      Ark*  Agr..  Exp.  Sta.  Bui.  U62      I9I+6  '    100*  Ari+2b. 
EXPERIMENTS  FITH  DDT  AND  OTHER  NEW  DUSTS  FOR  CONTROL  OF  LYGUS  SPP.  AND  THE 

ALFALFA  WEEVIL  ON  SEED  ALFALFA.    USDA  Bur.  of  Ent.  and  Plant  Quar.  E-697 
191+6    1.9  En83. 

HOUSEFLY  CONTROL.      USDA  Loaf  lot  182      Rov.  I9I+6.       1  Ag8l+L. 
PEST  PROBLEMS  OF  THE  SMALL  GARDEN .  .   Ariz.  Agr%  Exp.  Sta.  Bui.  203.  191+6 
100  Arl+B. 

A  REVIEW  OF  LABORATORY  TESTS  ON  THE  TOXICITY  OF  CERTAIN  SEMICARBAZONES  TQ 

VARIOUS  INSECTS.      U.S.  Bur.  of  Ent.  and  Plant  Quar.  E-705.     19U6    1.9  En83. 

SILVERFISH.      USDA  Leaflet  no.  ll+9.    Rov.  19U6      1  Ag8l+L. 

TILLAGE  METHODS  IN  GRASSHOPPER  CONTROL.      S.D.  Agr.  Exp.  Sta.  Bui.  379/ 
19U5.     100  So82b* 

THE  USE  OF  POLLEN  TRAPS  AND  POLLEN  SUPPLEMENTS  IN  DEVELOPING  COLONIES. 
U.S.  Bur.  of  Ent.  -and  Plant  Quar.  E-513      I9I46      1.9  En83. 

■*  *  * 

-    ;-  .  FORESTRY. 

A  FOREST  CONSERVATION  PROGRAM.      USDA    AIS-10   .1  Ag8l+Ai. 
NATIONAL  FOREST  AREAS.    .  U.S.  Forest  servico.    191+5    1  F765. 
PRESENT  LUMBER  SITUATION  IN  THE  UNITED  STATED  AND  POSSIBLE  MEASURES  TO  IN- 
CREASE SUPPLY.      U.S.  Forest  service.     I9I+6.     1.962  F1+P92* 
25th "ANNUAL  REPORT,  SOUTHERN  FOREST  EXPERIMENT  STATION.     19^5 •     1*9  F7621;  25th. 

.  EOXE  ECONOMICS 

ABC'S  OF  MENDING.      USDA  Farmers'  Bui.  1925.     X  Ag8l+F. 

ARIZONA  VARIETIES  FOR  FREEZING.    Ariz.  Ext.  Serv.  Ext.  folder  1+6.  191+6 
275.29'  Ari+7F. 

FABRICS.    Household  Financo  Corp.     191+6. «  Better  Buymanship  no,  23.  U.B. 

Home  Econ.  ... 
FINE  RUGS  FROM  FAMILY  RAGS.      Utah  Ext.  Serv.  ll+l«    275.29  Utlc. 
FOOD  FOR  THE  FAMILY  WITH  YOUNG  CHILDERN.      USDA    AIS-59.  19U6. 
FREEZER  LOCEERS  FOR  MEAT ,  VEGETABLES,  AND  FRUIT..      Mo.  Agr.  Ext.  Serv.  Circ. 

530.      191+6.      275.29  M69c 
HOME  CANNING  PROCESSES  FOR  LOW-ACID  FOODS.    Developed  on  the  basis  of  heat 

penetration  and  inoculated  packs.      USDA  Toch..  Bui.  no.  930      I9I+6  1  Ag8l+To. 
HOME  LAUNDERING.    Mont.  Agr.  Exp.  Sta.  Bui.  1+32.     191+5      100  M76c. 
HOW  TO  CHOOSE  AND  USE*  YOUR  REFRIGERATOR.      USDA  AIS-56    19U6    1  Ag8l+Ai. 
MAKE-OVERS  FROM  LEATHER  FUR  AND  FELT.      USDA  Misc.  Pub.  6ll+     19U6    1  Ag8l+M. 
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MAKING  AND  STORING  FARM  BUTf 3ft  FOR  HOME  USE .      USDA  Farmers «  &ul.  1979 
191+6      1  Ag8l+F. 

SANITATION  OF  FROZEN.  FOODS*.  ■  USDA  AIC-120.      191+6,      1.932  A2Ag82  120. 
SUIT  YOURSELF.  '    N.M.  Agr.  Ext.  Circ.  209.      19U6.    ,  275*29.  Nl+6$E.  ,  .(Coat 
and  suit  making,)     .       -  ,        „•       ,  ...        .  . . "» 

5WEETP0TAT0  RECIPES .      USDA  AIS-58    [    1  Ag8l+Ai..   .  i 

RANGE  AND- PASTURES  .    ' .    .  • 

CROTALARIA  CULTURE  AND  UTILIZATION,    '  USDA  Farmers'  Bulm  1980..  .  191+6..  ■ 
"  1  Ag8l+F. 

FILLING  THE  SILO  .MITE  CORNER  SORGHUM •      Mo.  Agr.  Exp.  Sta,  .Circ.  239. 

1942     '     100  M695C  •       -V  .  :-X  ,. 

GRASS.  OR. GULLIES'.      111.  Agr.  Ext.  Circ.  593*      1.91+5,  .  275,29  Il6C.  ■/ 
GRASSES  AND  CULTURAL  METHODS  fOR  RESEEDING  ABANDONED  FARE  LAND  IN  SOUTHERN 

IDAHO.   . .  .Idaho^Agr.  Exp.  Sta.  Bui.  267      191+6     100  Idlb.. 
HINTS  FOR  USE  OF  THE  WHEATLAND-T YPE  PLOWS  FOR  BRUSH  ERADICATION.  IN 

C0MCECTIpN.,1;.rITK  RANGE  RESIDING..    .  U.S.  Inte mountain  Forest  and  Range 
Exp.  Sta.  Research  Paper  13.'     191+6        1.9622  I2R31. 
A -PASTURE  HANDBOOK.        U.S.D.A.  Miscel.  Pub.  I9I1    Rev.  I9I+6. 
4  PASTURES  FOR  GEORGIA.      Georgia  Ext.  Serv.  Bui.  ,1+57.. .    Rev.  I9I1O.  275.29 

G29B.  •  •  ;.. .        ..•    ¥  •  •      .  :4 

SCHOOLS'  GIVING*  COURSES  IN  RANGE  I&NAG3MENT .      U.S.  Forest  service.  191+6. 

1.962  A2Sch6.  .  ...  .  . 

SOIL  CONSERVATION 

THE  EFFECT  OF  TILLAGE  METHOD,  CROP  SEQUENCE,  AND  DATE  OF  SEEDING  UPON  THE 
YIELD  AND  QUALITY  OF  CEREALS  AND  OTHER  CROPS  GROYvN  UNDER  DRY-LAND  CON .  *■  I 

DITIONS  IN  NORTH-CENTRAL  MONTANA.      Mont.  Agr.  Exp.  Sta.  Bui.  336. 
1937.     100  M76b, 

ORCHARD  TERRACING.      South  Carolina  Agr.  Exp.  Sta.  .  Bui.  97      1936  -  :2?5.29 

S08E.  /"    '/\  ■  :f .    ••-  '     'i%  "xi  ..  '  .  .       ?■     .i^  ^  ■ 

SOIL  AND  WATER  CONSERVATION  IN  THE  SOUTHWEST  REGION.     'Annual:  report  .Soil 

Conservation  Service,  region  6.      I9I+6     U.B.  Rept. 
SOIL  CONSERVATION  DURING  TKE.TVAR.    .  U.S.  SCS  War  Records  monograph  -2,  ,  191+6. 
THE  STORY  OF  CONSERVATION  IN  Mf  YORK.      Cornell  Rural  School  leaf  7  Yol.  "39, 

no.  1+,  Mar.  191+6,  . 
STRIP  CROPPING  FOR  CONSERVATION  AND  PRODUCTION.      USDA  Farmers1  Bui.  1981 

1  Ag8i+F. 

SOIL  AND  FERTILIZERS  '  \:  . 

COLLECTING  SOIL  SAMPLES  FOR  CHEMICAL  ANALYSIS .      Georgia  Agr.  Exp.  Sta. 

Circ.  11+8      100  G29Sc. 
EFFECT  OF  CHLORIDE  AND  SULFATE  SALTS  ON  THE  GROWTH  AND  DEVELOPMENT  OF  THE 

ELBERT  A  PEACH  ON  SEALIL  AND  LOVELL  ROOTSTOCKS.      USDA  Tech.  Bui.  922 
191+6.      1  Ag8l+T. 

EFFECTS  OF  SOIL,  SOIL  TREATMENT,  SEASONAL  VARIATION,  AND  VARIETY  ON  YIELD 

AND  COMPOSITION  OF  CORN  CROPS  GROWN  ON  KENTUCKY  SOIL  FERTILITY  PLOTS. 
Kentucky  Agr.  Exp.  Sta.  Bui.  1+85 .      I9I+6      100  Kl+15. 
FURTHER  STUDIES  ON  THE  RESPONSE  OF  LETTUCE  TO  FERTILIZATION.      Ariz.  Agr. 

Exp.  Sta.  Bui.  199,    .  191+5      100  Ar. 
IMPROVEMENT  OF  ALKALI  LAND.      Oregon  Agr.  Exp.  Sta.  Circ.  of  Infor.  387 

•191+6     100  Or3Ci. 
THIS  FERTILE  LAND  OF  OURS ,      American  Plant  Food  Council,  Inc.  57  Am3. 

Use  of  fertilizer. 
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MISCELLANEOUS 

,  AGRICULTURAL  GEOGRAPHY  OF  THE  PHILIPPINE  ISlANiS  -  -a  graphic  summary. 
U.S.  Off.-  of  For.  -Agr.  Relations        19U5      1.91+3  Ag83.  • 
THE  CLIMATE  OF  ARIZONA.      Ariz.  Agr.  Exp.  Sta.  Bui.  197    19U5      100  Ar. 
COMMERICAL  ICE-CREAM  FORMULAS.    U.S.  Bur.  of  Dairy  Industry.  BDIM-Inf-11 

Rev.  19U5      1.973  Vltfh. 
GAMES  FOR  GROUPS.      Mo.  Agr.  Ext.  Serv.  Circ.  525.      I9I46.      275*29  M69c 
HEALTH  FOR  TAOS.      Washington  Post.      U.B.  Health. 

HOW  TO  CARE  FOR  ELK  MEAT  FROM  THKKILL  TO  THE  KITCHEN.     .U.S.  Forest  Service. 

191+5     1.9621  RUH83. 
MISSOURI  VALLEY  AUTHORITY.     -Background  and  analysis  of  proposal  (S.555, 

79th  Cong.)    The  Library  of  Congress.    Public  Affairs". Bui.  No.  1+2. 
A  REPORT  ON  THE  INTERNATIONAL  CONTROL -OF  ATOMIC  ENERGY.      Sec.  of  State's 

Comm.  on  Atomic  Energy.      191+6.      State  Dept. 
SELECTING  A  SUITABLE  METHOD  FOR  TREATING  FENCE  POSTS.      U.S.  Forest  Products 

Lab.  RU+68.      1.9  F761R. 
SOLE  COMMON  MUSHROOMS  AND  HOW  TO  KNOW  THEM.      USDA  Circ.  ll+3    Rev.  191+6 

1  Ag8l+C. 

STANDARDIZATION  AND  INSPECTION  OF- FRESH  FRUITS  AND  VEGETABLES;      USDA  Miscel. 

Pub'.  604.      191+6    1  Ag8l+M.  . 
"THEY  UNDERSTAND  NOT  ONE  ANOTHER'S  SPEECH"  By  T.  Swann  Harding.     191+5 • 

U.B.  Train. 

TRANSLATING  AGRICULTURAL  RESEARCH  INTO  READABLE  NEWS-WRITING,,  by  T.  Swann 
Harding.      191+6     U.B.  Train. 

HOW  TO  BORROW  PUBLICATIONS 

Visit  the  library;  telephone;  or  submit  your  requests  for  publications  on 
■  Form  AD-21+5*  * 

If  you  do  not  have  a  supply  of  these,-  request  them  from  your  central  supply 
office.    For  instructions  on  how  to  use  Form  AD-21+5  see  the  NEWSLETTER 
for  March  and  April-  191+6. 

'Loan  Period:    Current  periodicals  may  be  kept  for  3  days.    Books  are  loaned 
for  two  weeks  in  Albuquerque,  and  for  one  month  to  the  field  unless 
there  is  a  long  waiting  list.    Renewals  will  be  granted  4-f  there  tis  no 
reserve  on  the  publication  desired.    All  material  on  file  is  for  your 
use.    You  are  invited  to  visit  the  Library. 

PLEASE  NOTE 

When  there- are  several  requests  for  the  same  publication  it  may  be  some  time 
before  it  can  be  sent  to  all  those  desiring  it. 

When  asking  for  a  particular  publication  let  us  know  if  we  can  substitute 
other  books  or  bulletins  with  similar  information  if  that  one  is  in 
uso.  The  specific  publication  requested  will  be  sent  later  when  it 
becomes  available. 

Ple'asc  return  publications  when  they  are  duo  -  we  do  not  like  to  send  ovor- 
due  notices  and  you  do  not  liko  to  roceivo  them.    Save  your  time  and 
ours  by  returning  publications  on  time# 


